* 5 he ‘Beautiful OLYMPIC HOTEL 

Eddy at Taylor 
San Francisco 
RIGHT DOWN TOWN 

The last word in solid comfort, beautiful modern 
appointments and superior service. — 250 out¬ 
side rooms, every room with bath and shower, 
and radio. Class A fireproof building. Drive- 
in garage. 
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